APPENDIX B

METHODS  TO   INCORPORATE  SOLAR AND CONSERVATION MEASURES
INTO THE 1-0  FRAMEWORK

The purpose  of   this  appendix la   to refer the  interested reader to studies
that incorporate solar technologies and conservation measures into the 1-0
framework.     These  Include:

o    Sector-Specific Output  and Employment  Impacts  of a Solar Space and.Water
Heating  Industry,   by H.   C.  Peterson,  Utah State University,  Logan,  Utah
(1977).     This  study augments   the direct  requirements matrix of   the BLS
I~0  table   to  include  the purchase requirements  of an industry which
manufactures  solar  collectors   and one which  Installs  complete solar
space and water heating systems.

Available  from:     National Technical  Information Service  (NTIS)
U.S.  Department  of Commerce
Springfield,   Virginia     22161

o    The Long  Island Jobs  Energy Study.     Council  on Economic Priorities
(April 1979 FINAL DRAFT).    This study develops a "bill of goods"
for  solar hot water systems,   a nuclear powerplant and a variety of
residential  conservation measures.     The bill of goods  is  Identified in
terms  of   SIC  sectors,   and can  be  readily applied  to  the BLS  1-0 and RIMS
models.

Contact:     Steven Buchsbaum

Council on Economic  Priorities

84  5th Avenue

New York, New York    10011

212/691-8550

o    Labor  anjl Nej:.,. EngrgyEf fects  qf  a jjatiQnal Ceiling Insulation Program,
by Charlotte Ford,  Center for Advanced Computation, University of
Illinois,   Urbana,   Illinois   (September 1978),     This study develops a bill
of  goods  for  cellulose ceiling  insulation  (see appendix B).

Contact:     Charlotte Ford

Center for Advanced  Computation
University of  Illinois
Urbana,   Illinois    51801
217/333-3242line - Lower 48
